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— UPI Pholo 

NO CIA LINK — Peace Corps ' 
director Jack Vaughn, testifying 
before thc _Senate Foreign Rela - 
t ions Committee , said that the 
CIA had never attempted to in- 
filtrate Or use the Peace. Corps. 

| He made the statement In sup- 
port of the Corps’ $118.7 million 
[budget^for the next fiscal ye'ar. 
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